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“Black Beauty" Poles—deeply and uni- 
formly impregnated with creosote — defy 
wood-destroying fungi and other cancerous 
growths. 
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(onserwation ... 


Of productive time, of transportation, of materials, of man power, . . . in fact, of 
everything vital to the war effort . . . caused the United States Independent 
Telephone Association to change the usual 4-day Convention into a 2-day Busi- 
ness Conference on October 15-16 (Hotel Sherman, Chicago). Manufacturers 
decided to omit exhibits but will, of course, be on hand to greet old friends 
and new ones. 


Under the circumstances, telephone men need more than ever the services 
offered by TELEPHONY. This also applies to manufacturers and to those con- 
cerns furnishing supplies and service to telephone companies. With fewer 
contacts between buyer and seller the function of a trade journal assumes far 
greater importance and responsibility. 


TELEPHONY’ PRE-CONVENTION ISSUE, OCTOBER 10 
CONVENTION REPORT ISSUE, OCTOBER 24 
Complete Coverage with Both Issues 


@ Every week throughout the year TELEPHONY separates from all the avalanche of news 
and events only that of interest and value to the telephone industry. You can't afford to 
be without its helpful guidance . . . especially in war time. 
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FCC SEPARATION HEARING IN 
hicago Lasts Su Days 


As this issue went to press, 
TELEPHONY was informed that 
the FCC hearing on the separation 
of telephone property, revenues and 
expenses was adjourned at 2:30 
p.m. Tuesday, August 25, to be re- 
sumed October 7. Chicago has been 
tentatively selected as the place 
where the resumed hearing will 
be held. 


N SPITE of recommendations on 

the part of many regulatory com- 

missions and telephone operating 
executives that the Federal Commu- 
nications Commission’s separation 
hearing be postponed until after the 
present war emergency is over, the 
hearing was opened as scheduled at 
10 a.m. Wednesday, August 19, in 
the Morrison Hotel, Chicago. The 
hearing was scheduled to close Tues- 
day afternoon, August 25. 

In discussing the matter with 
many of those attending the hear- 
ing, there seemed to be more or less 
a general feeling that solution to the 
problem of finding satisfactory rules 
and methods of separating the prop- 
erty, revenues and expenses of tele- 
phone carriers subject to the 
Federal Communications Act, as be- 
tween interstate and intrastate serv- 
ice, could have been left until after 
the war. 

Many persons felt that, after all, 
this problem has been with the tele- 
phone industry and regulatory 
bodies for many years and they ex- 
pressed the opinion that certainly 
the time spent attending the hear- 
ing could be put to better use in 
furthering the war effort. Those 
expressing such opinions did not 
place the responsibility for holding 
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Many urged that investigation be postponed "for the 
duration" so that regulatory bodies and telephone men 
could devote full time to the war effort—but the hearing 
was held as scheduled. Maze of highly technical and 
theoretical testimony presented on separation theory. 
and board-to-board and station-to-station procedures. 


the hearing on any particular par- 
ties, but they thought it was ill- 
timed no matter who was respon- 
sible. 

The first two days’ proceedings 
were well attended by telephone 
operating men as well as regulatory 
commission representatives. How- 
ever, as the hearing progressed, 
testimony and discussions became so 
technical and theoretical that most 
of the information was admittedly 
too complicated for complete under- 
standing on the part of many of the 
observers — regulatory as well as 
telephone men — and the third and 
succeeding days found only a mere 
handful in the spectators’ row. 

There were some who expressed 
the opinion that a further hearing 
or hearings would have to be con- 
ducted for additional testimony on 
the part of state commissions before 
any action can be taken in the sep- 
aration matter. 

FCC Commissioner Paul A. 
Walker presided at the hearing, with 
the following assisting in conducting 
the investigation: FCC Com- 
missioner Ray C. Wakefield; Com- 
missioner R. J. Beamish, Pennsyl- 
vania Public Utility Commission; 
Commissioner Leon Jourolman, Ten- 
nessee Railroad & Public Utilities 


Commission; Commissioner Robert 
A. Nixon, Wisconsin Public Service 
Commission; Chairman J. J. Mur- 
phy, South Dakota Public Utilities 
Commission and Director Frederick 
G. Hamley, Washington (State) De- 
partment of Public Service. 

The following persons, companies 
and regulatory commissions made 
appearances or signified they were 
observers at the hearing: 

Harold J. Cohen, Washington, 
FCC attorney; Frank B. Warren, 
Washington, assistant general coun- 
sel, NARUC; Illinois Commerce 
Commission; Kansas Corporation 
Commission; Wisconsin Public Serv- 
ice Commission; Oklahoma Corpora- 
tion Commission; South Carolina 
Public Service Commission; State 
of South Dakota; South Dakota 
Public Utilities Commission; Ne- 
braska State Railway Commission; 
Arkansas Department of Public 
Utilities; California Railroad Com- 
mission; Ohio Public Utilities Com- 
mission; Missouri Public Service 
Commission; City of Detroit and 
County of Wayne, Michigan; A. J. 
McBean, New York City, and 
Fletcher Rockwood, Portland, Ore., 
for A. T. & T. and Bell System; 
Harold V. Bozell, New York City, 
president, General Telephone Corp.; 
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Carl I. Wheat, Washington, for so- 
called Gary group; Clyde S. Bailey, 
Washington, for United States Inde- 
pendent Telephone Association, and 
Winston, Strawn & Shaw, attorneys 
for West Coast Telephone Co., Cali- 
fornia Water & Telephone Co., 
Southwestern Telephone Co., South- 
west Telephone Co. and Louisiana 
Telephone Co. 

The hearing was held as an aid 
in devising a simplified and just 
formula for separating the property 
revenues and expenses of large 
state-wide and nation-wide telephone 
companies between interstate and 
intrastate and between exchange and 
toll for use in both exchange and 
toll rate-making. 

After more than a year’s study, a 
joint staff committee of engineering 
and accounting experts representing 
the FCC and state commissions, 
which had been appointed by a joint 
FCC-NARUC (National Association 
of Railroad & Utilities Commission- 
ers) Cooperative Committee on the 
separation matter, formulated pro- 
cedures on the so-called actual use 
basis and, on the 24-hour rather 
than busy-hour basis, for separating 
telephone property, revenues and 
expenses on both the board-to-board 
and station-to-station methods. Rep- 
resentatives of the Bell System par- 
ticipated in the preparation of these 
procedures, which are called “short- 
cut” procedures and are said to sim- 
plify the separation of all telephone 
property, revenues and expenses. 

Manfred K. Toeppen, a member of 
the FCC-NARUC joint staff com- 
mittee and an FCC engineer, dis- 
sented from the views of the ma- 
jority of the staff committee and 
proposed a different separation pro- 
cedure which is based on the so- 
called “economic savings” and 
“value-of-service” theory. 

Testimony and cross-examination 
as to the advantages and disadvan- 
tages of both the separation proce- 
dures as recommended by the joint 
committee staff and the Toeppen 
theory consumed the entire first 
three days — August 19-22 — of the 
hearing, while the last three days 
were given over to direct testimony 
and cross-examination on the board- 
to-board theory vs. station-to-station 
method. 

Shortly after the opening of the 
hearing, Mr. Warren of the NARUC 
stated his association had received 
requests from various state commis- 
sions with respect to the hearing. 
Summaries of these requests, which 
follow, were indicative of the gen- 
eral desire for postponement of the 
hearing and also indicated that some 
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commissions are favorable to the 
board-to-board separation procedure: 


(1) Massachusetts Department of 
Public Utilities. Requested that the 
record be held open to afford it suffi- 
cient time to make a thorough study 
of the hearing and any presentation 
it may desire. Favored board-to-board 
theory. 

(2) Maine Public Utilities Commis- 
sion. Requested that it be permitted 
to submit such data as it may desire 
before the hearing is closed. Favored 
board-to-board. 

(3) Connecticut Public Utilities 
Commission. Request similar to that 
of Massachusetts commission. Favored 
board-to-board. 

(4) Georgia Public Service Com- 
mission. Requested that entire investi- 
gation be postponed or that, in any 
event, the record be held open until 
after the present war emergency. Fa- 
vored board-to-board. 

(5) Vermont Public Service Com- 
mission. Asked for sufficient time for 
a more thorough preparation with re- 
spect to board-to-board vs. station-to- 
station. Favored board-to-board. 

(6) Ohio Public Utilities Commis- 
sion. Joined in request of Georgia 
commission. Favored board-to-board. 

(7) Virginia State Corporation 
Commission. Asked that hearing be 
discontinued until after the war. Fa- 
vored board-to-board. 

(8) Minnesota Railroad & Ware- 
house Commission. Suggested final ad- 
judication of the separation report be 
withheld until there has been an op- 
portunity to test it against the prop- 
erty of the Bell System in Minnesota 
and other states. 

(9) Maryland Public Service Com- 
mission. Requested hearing be deferred 
until states can adequately present 
their reasons for maintenance of the 
board-to-board rates. Favored board- 
to-board. 

(10) Rhode Island Division of Pub- 
lic Utilities. Requested hearing be de- 
ferred. Favored board-to-board. 

(11) Wisconsin Public Service Com- 
mission. Stated that it desired time 
to submit such data as it may desire 
before the hearing is closed. Wants 
more time to study joint staff commit- 
tee report to decide what position it 
wants to take. 

(12) Oklahoma Corporation Com- 
mission. Suggested a postponement of 
hearing until after the war or, in any 
event, until after the NARUC conven- 
tion this fall. 


Mr. Cohen of the FCC reported 
requests from state commissions as 
follows: 


(1) Colorado Public Utilities Com- 
mission. Requested postponement of 
hearing. 

(2) Wyoming Public Service Com- 
mission. Same as Colorado commission. 
Favored board-to-board. 

(3) Montana Board of Railroad 
Commissioners. Same as Colorado com- 
mission. Favored board-to-board. 

(4) California Railroad Commis- 
sion. Urged adoption of procedure of 
joint committee report. Favored sta- 
tion-to-station. 

(5) Oregon Public Utilities Com- 





missioner. Requested saving record in 
connection with decision which it might 
be called upon to make. Favore: sta- 
tion-to-station. 


However, it was brought ovt by 
Mr. McNaughton in his testimony 
favoring the station - to - station 
method that other state commissions 
have made formal decisions hereto- 
fore in favor of the station-to-sta- 
tion basis. The NARUC itself has 
not taken a formal position as toa 
choice between board-to-board and 
station-to-station, according to As- 
sistant Solicitor Warren. Any testi- 
mony on this question was on behalf 
of individual state commissions, he 
said. 

Commissioner Walker, in calling 
the hearing to order, gave a detailed 
record of the events leading up to 
the hearing, which he said grew out 
of the FCC investigation into the 
rates and charges of the American 
Telephone & Telegraph Co., ordered 
in the spring of 1941. The A. T. & T. 
in answer to that order asked for 
an investigation and hearing to de- 
termine just and reasonable rules 
and methods for separation. 

The FCC on June 9 ordered the 
investigation into the matter of 
separation from three viewpoints, 
namely : 


(1) Whether the commission should 
determine and prescribe rates, charges, 
classifications, and regulations for and 
in connection with interstate and for- 
eign telephone toll communications on 
the “station-to-station” or ‘“board-to- 
board” basis . . . or on some other basis. 

(2) Whether the principles and 
methods set forth in the . . . joint staff 
committee report on “Procedures for 
Separating Telephone Property, Reve- 
nues and Expenses” should be adopted 
by the commission for the purpose of 
determining what property of carriers 
engaged in wire telephone communica- 
tion shall be considered as used in 
interstate and foreign services, and 
what revenues and expenses shall be 
associated with such services. 

(3) Whether the principles and 
methods set forth in . . . staff member 
report of August 22, 1941, entitled 
“Distribution of Common Costs of 
Communication,” should be adopted by 
the commission in the determination 
of what property of carriers engaged 
in wire telephone communication shall 
be considered as used in interstate and 
foreign services, and what revenues 
and expenses shall be associated with 
such services. (Editor’s Note: This 
is the so-called Toeppen theory.) 


Members of the joint staff com- 
mittee were called as witnesses to 
record the steps leading up to the 
committee’s studies and also to ex- 
plain in detail the basis for conclu- 
sions reached in formulating both 
the board-to-board and _ station-to- 
station procedures recommended in 
the committee’s report. 
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The witnesses, all of whom unan- 
imously recommended the adoption 
of a single procedure for separation 
eith-r on the basis of board-to-board 
or s'ation-to-station as recommended 
by the committee, were: E. F. Mc- 
Nauchton, San Francisco, director, 
public utilities department, Califor- 
nia Railroad Commission and chair- 
man of the joint staff committee; 
L. |. Hayner, Washington, D. C., in 
charge of FCC engineering rate 
work; Wayne E. Limbocker, Topeka, 
Kan., chief engineer, Kansas Corpo- 
ration Commission; A. B. Budd, Jr., 
assistant auditor, Virginia State 
Corporation Commission; J. Ben 
Blanton, Kansas City, Mo., engineer, 
Missouri Public Service Commission 
and Hugo Reyer, Washington, D. C., 
assistant chief accountant of FCC. 

One highly interesting and im- 
portant point brought out in the 
testimony of the members of the 
joint committee was that, while the 
general principles of the committee’s 
procedures could be applied to small 
companies, the procedures are de- 
signed primarily for use in nation- 
wide and state-wide separations and 
not for individual companies oper- 
ating in a limited area. 

In this connection Mr. McNaugh- 
ton stated: 


“Although these procedures are in- 
tended for use in nation-wide and state- 
wide separations, and not for separa- 
tion by individual exchanges, or for 
individual Independent companies op- 
erating in a limited area, the basic 
principles stated are also generally ap- 
plicable where such separations may 
be desirable.” (Italics supplied.) 


Again Mr. McNaughton said: 


“It is considered that the principles 
of the report could be applied to In- 
dependents, but the details of the short- 
cut method are designed for application 
in many instances only to large groups 
of property on an average basis.” 
(Italics supplied.) 


Still at another 
Naughton testified : 


point, Mr. Mc- 


“There is no apparent reason why 
the basic principles controlling separa- 
tion, as stated in this report, should 
not be generally applicable to Inde- 
pendent companies, although their 
practical application may prove diffi- 
cult due to lack of necessary statistical 
records and the great number of indi- 
vidually-operated exchanges with wide- 
ly varying operating conditions. 

“The report as prepared, however, 
is for application on a group basis, and 
is designed for separating Bell System 
properties to meet jurisdictional re- 
quirements.” (Italics supplied.) 


Mr. Hayner, in answer to the 
question of whether the separation 
procedure recommended by the joint 
staff committee lends itself particu- 
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larly to problems which may be en- 
countered in connection with an 
individual exchange or in determin- 
ing toll compensation at an indi- 
vidual exchange, said: 


“In general, the principles should be 
the same regardless of the amount of 
property involved or the particular ob- 
ject to be served. However, the sep- 
aration report reflects the assumption 
that averages for large groups of prop- 
erty may be used which will produce 
reasonable results and save consider- 
able time and money in making the 
separation suggested. This saving, 
due to the use of averaging data, would 
not be experienced nor apply to indi- 
vidual exchange.” (Italics supplied.) 


The fact that it was emphasized 
that the separation procedures are 
not designed for small individual or 
small groups of exchanges is of vital 
importance to Independents and 
much interest in this point was evi- 
denced by Independent representa- 
tives at the hearing, for they are 
prepared to protest strenuously any 
effort to force them to adopt, either 
directly through the FCC or indi- 
rectly through state commissions, 
costly, complicated and unnecessary 
accounting procedures for the pur- 
pose of maintaining continuous sep- 
aration records. 

However, Mr. 
vanced 


McNaughton ad- 
one thought which caused 


consternation among many Inde- 
pendents and which might easily 
lead to a violent protest to the FCC 
and state commissions by the strong 
Independent industry, when he in- 
ferred that there should be govern- 
mental regulation of toll agreements 
between Independents and Bell com- 
panies. Mr. McNaughton said: 


“Settlements between the Bell and 
the Independents, where they are be- 
tween financially independent compa- 
nies, would come under the precedents 
of regulation which regard them as 
‘arms-length’ agreements. The prin- 
ciples upon which such agreements 
should be negotiated should be estab- 
lished by competent governmental au- 
thority. Settlements made between the 
Independents and the Bell should be 
included in the Bell System operations 
and recognized by the regulatory agen- 
cies in dealing with the toll rate struc- 
ture.” (Italics supplied.) 


While the hearing was for the 
purpose of devising separation pro- 
cedures for use by large state-wide 
and nation-wide group companies 
subject to FCC jurisdiction and not 
by small group and individual Inde- 
pendent companies, the Independ- 
ents, nevertheless, have followed the 
proceedings closely. In the past 
some state commissions have been 
prone to adopt FCC regulatory 

(Please turn to page 20) 
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"Boys, this is Mr. Peasly. The boss hired him to work exclusively on short circuits." 








MODERN CABLE DESIGN 
Consorwes (rutical Copper 


By C. W. PARKER 


phone by Alexander Graham 

Bell, its development has pro- 
gressed continually. There have been 
numerous and far-reaching improve- 
ments, both in methods of construc- 
tion and in design of equipment. 
However, strange as it may seem, 
there has always been a lag in the 
acceptance of new theories, new 
methods or equipment by the tele- 
phone industry. The only reason we 
can assign for this attitude is the fail- 
ure on the part of the human element 
to accept new ideas or, when they 
were accepted to apply them prop- 
erly. 


Ge the invention of the tele- 


This attitude may be observed in 
the usual planning and construction 
of exchange cable plant. Cable de- 
sign and associated central office and 
station equipment have been so im- 
proved in recent years that it is now 
impossible to use 26-gauge cable 
throughout the average exchange 
cable plant. In larger exchange 
areas, a combination of 26, 24 and 
22-gauge cables may ordinarily be 
used to advantage. 

We have used coarse gauge cables 
for so many years that now it is 
most difficult to realize that improve- 
ments in equipment make possible 
the use of fine gauge cables. Modern 
cable plant design should consider 
the use of the finest gauge possible 
and still keep within supervisory 
and transmission requirements. The 
probable future extension of all cable 
runs also should be carefully consid- 
ered at the time they are engineered. 
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Improvements in telephone equipment make it possible 


to use 26-gauge cable or a combination of various sizes 


throughout the average exchange cable plant. 


Larger telephone companies, in the 
most part, have made at least half- 
hearted attempts to economize by 
using finer gauge cables, although 
smaller companies generally have 
held out for 22-gauge and, in a few 





Best Story of the Week— 
What's Yours? 

From the New York Times 
comes the story of Pal, a 10- 
year-old white collie, who grieved 
and lost his appetite when his 
master, Franklin H. Young, left 
for Army service. The dog and 
his master were inseparable com- 
panions, and when the young 
man left, Pal spent several days 
roaming the neighborhood in 
search of him. 

The other day Mrs. Young had 
a telephone call from her son 
saying he was to be transferred. 
Pal heard his master’s voice over 
the telephone and leaped around 
trying to reach the instrument. 
Mrs. Young put the dog’s ear to 
the receiver and at the sound of 
his own name he barked joy- 
ously. His appetite has now re- 
turned and he keeps the tele- 
phone under daily vigil. 











cases, 19-gauge. This practice was 
wasteful, but it was not considered 
serious in the days of cheap and 
plentiful copper. Now, however, as 
copper is classed as a critical mate- 
rial and essential to the war effort, 
its conservation is extremely import- 
ant. The construction of new cable 
plant or the extension of old facilities 
should be engineered carefully in 
order to utilize fine gauges of cable. 

The transmission design limits 
should first be carefully considered 
in the engineering of all new cable 
plant. Care also should be exercised 
so as not to shut the door to future 
extension of main cable runs by im- 
proper use of the various gauges. 
When it is not possible to obtain or 
use economically a composite cable 
and the main run is to include 26, 24 
and 22-gauge cable, the finer gauge 
should start at the central office end 
of the run and the coarser gauges 
introduced in succession as shown in 
Fig. 1. This sketch clearly indicates 
that, should it become necessary to 
extend service beyond point “X,” it 
may be accomplished by using 22- 
gauge loaded cable, non-loaded 19- 
gauge or open wire. 

In the old days, this process was 
usually reversed as the coarser cables 
were extended from the central office 
and then tapered off as the run was 
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extended. With this method, the 
coarser gauge was used entirely on 
the shorter loops where it was not 
req:ired and represents an unneces- 
sar’ waste of copper. Also, when the 
limit of transmission and supervision 
was reached the extension of cable 
fac''ities was a difficult and expen- 
iv. undertaking. When the finer 
gauze cable is used on the central 
offive end of the run, the resistance 
of the subscriber’s loops and the 
transmission level are more uniform 
and the service, in general, is im- 
proved. 

The general unpopularity of the 
use of finer gauge cables in the past 
undoubtedly was due to splicing diffi- 
culties. When dissimilar gauges 
were spliced together the smaller 
had a tendency to wrap around the 
larger, instead of twisting together 
evenly, which often resulted in a 
noisy connection. Then, also, the tem- 
peramental “old-time” cable splicers 
did not like small gauge conductors. 
However, like all things new, these 
objections were overcome and now 
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| 599 mi. 

One ton of copper makes | 310 mi. 
approximately | 195 mi. 

| 100 mi. 


to the conduit structure will add 
very little to the cost of the job as 
compared with the value of the sys- 
tem. When multiple ducts are used, 
parallel cables of various gauges 
adequate capacity should be provided 
with a view toward possible use of 
at some future period. When spare 
ducts are not available, composite 
cables often will solve the problem 
and save tons of precious copper. 


On aerial construction, several 
cables may be attached to one 
messenger either by the spinning 


method or the use of extra length 
hangers. Thought should be given to 
the size of the messenger strand used 
although only one cable is to be 
placed on the original job. Should 
it appear at all likely that at some 
future date additional cable will be 
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such splices are made without diffi- 
culty or trouble. 

The design of lateral or distribu- 
tion cables from existing main runs 
will depend on the transmission and 
supervisory requirements and the 
type of station equipment used. In 
many cases where the use of 22- 
gauge is required over the longest 
loop, a small 22-gauge cable parallel- 
ing the finer gauge will prove a de- 
cided saving in copper over the use 
of 22-gauge throughout. This method 
of cable plant design is indicated in 
Fig. 2. 

Underground conduit systems 
should be planned to care for all 
future conditions which can be fore- 
cast. When a ditch for underground 
is open, the addition of a few ducts 


installed on the same run, a mes- 
senger of sufficient size to carry the 
total load should be provided. This 
practice of long-range planning will 
prove a real economy. 

When it is impossible to reinforce 
an existing cable and a larger size is 
required, every care should be exer- 
cised in the reclaiming process so 
that the cable removed may be re- 
used in another location. The observ- 
ance of a few precautionary meas- 
ures will make the reuse of recovered 
cable possible, and such precautions 
are important in these times of 
material shortages. 

This short article is not intended 
as a treatise on transmission or cable 
layouts, but to emphasize the vital 
need for conservation of critical 
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of 26-gauge single conductor wire 
of 24-gauge single conductor wire 
of 22-gauge single conductor wire 
of 19-gauge single conductor wire 


material to and in the construction 
of wartime communication facilities. 
It also has been definitely proved 
that by the proper application of cer- 
tain methods and materials now 
available, considerable savings may 
be realized in the construction of 
telephone plants without impairing 
service. 

In connection with the conserva- 
tion of copper, the above table is 
offered to indicate what may be ac- 
complished by the adoption and use 
of finer gauge conductors in tele- 
phone cables. 

To sum up the foregoing in a few 
words, why use 22-gauge cable if 24- 
or 26-gauge will do the job just as 
well and the saving in copper can be 
used to good advantage in the manu- 
facture of shells to slap the Japs? 


Vv 


Full Dividend Voted 
Again by A. T. & T. 

American Telephone & Telegraph 
Co. directors on August 19 declared a 
regular quarterly dividend of $2.25 a 
share on the common stock, keeping 
intact a 21-year record for that rate of 
payment and countering some predic- 
tions that the disbursement would be 
reduced. 

By making the 86th consecutive $2.25 
payment, the board not only preserved 
the now historic $9 annual dividend 
rate which has survived boom and de- 
pression but also passed out to the 
biggest shareholder group in_ the 
country, more than 600,000 persons, 
some 42 million dollars which will be 
paid October 15 to holders of record 
September 15. 

Since more persons hold A. T. & T. 
stock than any other single group ex- 
cept those who own the United States 
government’s bonds, the declaration 
was of first rate importance. 

The first official doubt that the A. T. 
& T. Co. might cut its long standing 
rate was expressed by its own presi- 
dent, Walter S. Gifford, who warned 
stockholders at their annual meeting 
April 15 that rising taxes and the fact 
the company was already doing some- 
where near all the business its lines 
could carry made the dividend prospect 
doubtful. 

Many investors had eyed the $9 an- 
nual rate with skepticism for some 
months and their doubts had been in- 
creased by recent cuts in dividends by 
some of the holding company’s princi- 
pal operating subsidiaries. 


13 













HE TAX bill is still stalled in 
the Senate Finance Committee, 
where it is quite likely to remain 
until next month. So far, it still 
retains the oppressive burdens on 
business corporations which were 
approved by the House. About the 
most encouraging thing that appears 
on the horizon right now is the at- 
titude of Senator George, chairman 
of the committee. He has displayed 
much sympathy and understanding 
as a result of the strong case made 
out especially for public utilities. 
Chairman George was much im- 
pressed, for example, by the testi- 
mony of President C. W. Kellogg of 
the Edison Electric Institute, who 
explained the plight of the electric 
companies—which isn’t very much 
different from the plight of the tele- 
phone companies—if the House-ap- 
proved measure becomes law. 


Other members of the committee, 
such as Senator Taft of Ohio, seemed 
to agree with Mr. Kellogg’s conten- 
tion that some special treatment 
should be accorded strictly regulated 
industries, such as public utilities, 
in the assessment of federal taxes. 

Chairman George spoke about the 
need for an “over-all ceiling” of tax- 
ation on business corporations. Sen- 
ator Taft said he thought the entire 
conception of taxation on business 
corporations needed overhauling, if 
the federal government wants to 
refrain from throwing a veritable 
monkey wrench of taxation into the 
vital machinery of public service. 
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By FRANCIS X. WELCH 


Washington Correspondent for TELEPHONY 


Federal tax bill still stalled in Senate Finance Committee. 
. . . Utilities may get relief as Senator George, chairman 
of the committee, and Senator Taft appear to be sym- 
pathetic and have understanding of plight of utilities. . . . 
Both believe taxation on corporations needs overhauling. 


But just how much such expres- 
sions of sympathy may amount to, 
in the final writing of the Senate 
committee’s bill, remains to be seen. 
The money has to be raised some- 
where, and the treasury is ada- 
mant on certain proposals, including 
higher corporate taxes. 

President Kellogg made four rec- 
ommendations: (1) That “excess 
profits” if taxed at all should be 
reckoned after deducting taxes un- 
der the 1940 law; (2) that one-half 
the dividends paid by utility com- 
panies should be deducted in com- 
puting gross income; (3) that a 
stationary tax base should not be 
imposed on a growing industry; (4) 
that a deduction for deferred main- 
tenance should be permitted. 

One of the principles which ap- 
pears to have been lost sight of, or 
ignored, in writing this tax bill is 
the place which taxation should oc- 
cupy in the over-all anti-inflation 
program. Readers may recall that 
fine speech last April in which the 
President advanced a_ seven-point 
program to check inflation included 
higher taxes. It may also be recalled 
that the President warned us that 


“no single step would be adequate by 
itself.” All seven steps had to be 
taken or the program would bog 
down and perhaps collapse. 

For purposes of perspective, these 
seven steps really resolve themselves 
into three major objectives: (1) 
Checking the rise of living costs and 
production costs by price ceilings, 
etc.; (2) rationing scarce commodi- 
ties fairly; (3) drawing off the sur- 
plus mass purchasing power by 
higher taxes, war bond purchases, 
curtailing credit and private debt, 
ete. 

This is surely a sensible program 
under war conditions. The three 
objectives follow in logical sequence. 
For example, after you check the 
rise in living costs and production 
costs by artificial price fixing, you 
have to resort to rationing in order 
to avoid hoarding, and to insure an 
equitable distribution of available 
consumer goods. 

And when both of these measures 
have been taken, it will be found 
that the war program has createa 
a considerable excess of money in 
the hands of the people. Because 
of scarcity of goods this money 
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does. t have a normal place to go 
and = likely to threaten the effec- 
tiven-ss of the first two measures 
(through temptation towards black 
mariets, ete.) unless it is siphoned 
off 2nd placed where it will do the 
most good. That would mean help- 
ing ‘inance the government (taxes) 
and providing a cushion for post- 
war recovery (bond purchases). 

What has happened to this fine 
proyram? Has any single one of 
the three general objectives been 
fully carried out? It has not. 

The administration has tempor- 
ized and compromised on farm 
prices; the general commodity price 
ceilings are beginning to leak to the 
extent that we are now told that 
living costs may go up as much as 
30 per cent for the year 1942. 
Breaking down cost of living figures 
between January, 1941, and May, 
1942, we have the following in- 
creases: 


Food .. ; 127 
Clothing . ; 121 
Housing ...... . 104 
Fuel and Light.......... 104 
Sundries -........... 106 


Furthermore, there has been no 
step taken towards putting a ceiling 
on wages; instead, the War Labor 
Board has virtually invited organ- 
ized labor to seek upward adjust- 
ment of wages because of the very 
rise in the cost of living noted above. 
And this rise in the cost of living 
is due in no small part to the rise 
in farm prices. 

And just why should a rise in the 
cost of living necessarily be reflected 
in increased wages? Did the Presi- 
dent not tell us that everyone had 
to expect some reduction in living 
standards during the war as the 
price of victory? The Office of Price 
Administration intervenes in utility 
rate cases and tells utilities that 
they should accept and absorb rising 
taxes and operating expenses with- 
out seeking increases in their own 
rates, as a part of the sacrifice which 
the utility security holders should 
contribute to the war effort. 

If this is fair, by what right 
should labor be guaranteed wage in- 
creases that would automatically cor- 
respond to any increase in living 
costs and virtually insure normal 
standards of living for this group 
for the duration. What is this class 
supposed to sacrifice if anything? 

And when we come back to the 
taxation part of it, we find that the 
proposed tax bill doesn’t even come 
close to its function as an inflation 
preventative. The bill seems to have 
been drawn up without any idea 
whatever of preventing mass ex- 
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WE ARE THE UNSEEN 


By ELEANORA DAYTON SURRY 
Toll Operator, Washington, D. C. 


We are the unseen—ever watchful, 
never sleeping, 


Binding the atoms together. 
Not ours the glory nor applause, 


We wear no uniform—and yet are 
part of our land’s destiny, 
Guarding her secrets well. 


We are the unseen—loyal—true to 
an ideal, 
One God—one country—one flag; 


penditures. Instead, the bill places 
the principal burden on the business 
corporations whose earnings are ob- 
viously inflationary only to a sec- 
ondary extent —to the extent that 
they reach the consumers-sharehold- 
ers as dividends. It must be admit- 
ted that the bill takes pretty good 
care of that class of consumers— 
those who receive corporate divi- 
dends. But that group is necessarily 
small in number and under present 
restrictions could hardly spend a 
great deal anyhow. 

What about the great mass of 
people who really have a good deal 
more money in their hands than they 
have had for many years? They 


We want no praise, knowing, out 
there 
Men have shed their blood that we 
might live... 


With others soon to follow them. 
Our reward shall be—one day— 
with the touch of magic at our 
finger tips 
To send across the quivering wires 


One far-flung cry—“Ours is the Vic- 
tory!” 


are the people who are in a position 
to start a spending wave that could 
send us right into the old inflation- 
ary spiral. The great bulk of this 
purchasing power is in the lower 
income bracket. 

Let us see what the proposed tax 
bill does about these people. Of 
all the returns filed for the taxable 
year 1940 (when exemptions were 
dropped from $2,500 to $2,000 for 
married couples and from $1,000 to 
$800 for single people), 94 per cent 
either had no taxable income or had 
net taxable income ef less than 
$5,000 and paid only 14.4 per cent 
of total individual income taxes col- 

(Please turn to page 23) 
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phone, switchboard operators were 

called “Hello girls.””’ Although the 
use of the word “Hello” is banned in 
telephone exchanges, and customers 
are discouraged in its use because it 
usually entails a great deal of unnec- 
essary conversation, switchboard oper- 
ators are still frequently called ‘Hello 
girls.” 


I* THE EARLY days of the tele- 


It was most gratifying to read an 
item in our local newspaper recently 
that officials of the Remington-Rand 
Corp., having offices in our old high 
school building, are calling their tele- 
phone girls “Secretaries of Communi- 
cation.”” According to the officials of 
Remington-Rand, the young women 
have merited this appellation by the 
capable manner in which they have 
speeded up the company’s activities. 

The caption attracting the writer’s 


attention read, “Hello Girls? NO! 
They’re Secretaries of Communica- 
tion.” 


A pet peeve among switchboard op- 
erators is the manner in which they 
are usually depicted in the theater and 
moving picture houses: Transmitter 
horns a half-foot or more from the 
lips, seated in a slouching position, 
reading a magazine, jerking down 
cords, and chewing gum. 

"Way back when the telephone was 
a mere infant, this might have been 
a true picture but, in behalf of tele- 
phone operators throughout the na- 
tion, please, Mr. Storywriter, play- 
wright, director, or scenarist, we beg 
of you, get acquainted with the mod- 
ern telephonist of today and picture 
her in her true character. You will 
find she is a charming miss with a 
soft, pleasant voice and not chewing 
gum; she is alert, efficient and cour- 
teous even when you bark at her. 

Correct posture is an important part 
of her curriculum. No slumping, sit- 
ting on the edge of the chair or cross- 
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Corner 


By MAYME WORKMAN 


Traffic Supervisor 
The Illinois Telephone Association 





ing limbs. In many telephone ex- 
changes, the operator’s correct posture 
is aided by specially-designed health 
chairs, giving the proper support at the 
right location. Cords are taken down 
carefully and traced to the socket to 
save wear and tear on the equipment 
and to eliminate unnecessary noise. 

Far from the type of person she is 
frequently pictured to be is the mod- 
ern telephone miss of today. Tele- 
phone operators of the present era 
are skilled workers, with a true appre- 
ciation of the responsibility of their 
position in the community they serve. 
Their devotion to duty has become a 
telephone tradition. In time of peace 
and in time of war their reaction in 
case of emergency is beyond reproach. 
Faithful and loyal, remaining at their 
post of duty when their very lives are 
in danger, trudging through storm and 
snow to report for duty at the ap- 
pointed time, ready to be of service 
day or night all through the year with 
no selfish motive in view—just a sin- 
cere desire to be helpful. 

A gum-chewing, irresponsible young 
creature? A “Hello girl?” No, the 
term does not apply. “Secretaries of 
Communication” is indeed an appro- 
priate appellation for the modern tele- 
phonist of the present era. 


Questions from Illinois Operators 

1. When a rush call is placed on toll, 
if NC is met on authorized route, 
is the operator permitted to use an 
emergency route before 20 min- 
utes? 

2. When the party called hangs up 
on the party who called him, what 
phrase can you use in such a case? 

3. What is the correct pronunciation 
of the numeral “9’’? 

4. In quoting the charge to a distant 
operator on an Out Collect call sub- 
ject to federal tax, how should the 
charge be quoted? 









5. When should a supervisor allow an 


operator to hold a toll circuit be- 
yond the time allowance? 

The answers to these traffic ques- 
tions are given on page 24. 
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Additional Training Schools 
Set Up by Lincoln T. & T. 

So many of the regular operating 
force of the Lincoln Telephone & Tele- 
graph Co., Lincoln, Neb., have either 
been assigned to war work or have 
left for other fields of employment, 
that Traffic Superintendent R. S. Brew- 
ster has found it necessary to set up 
training schools at Beatrice, Fairbury, 
Auburn, Tecumseh and Nebraska City. 
This is in addition to the day and night 
schools maintained at Lincoln under 
the direction of Chief Operator Ber- 
nice Smith. 

These outside schools are located at 
towns where there are no war indus- 
tries, and when their training course 
is completed, they are transferred to 


Lincoln or to cities where ordnance 
plants and depots are being con- 
structed. 


A large increase in toll business is 
anticipated at Lincoln because of war 
activity. Arrangements have been 
made with the Northwestern Bell Tele- 
phone Co., by which Lincoln will be 
given the use of 10 Omaha-Chicago 
circuits to take care of the expected 
“bulge” during evening hours. Lincoln 
company officials have worked out a 
program to divert toll circuits to vital 
toll centers to meet new demands. 


Vv 
Telephone Antique Unearthed 


Workmen remodeling a home in Ni- 
agara Falls, N. Y., found, among other 
antiques forgotten by a former owner, 
a wooden telephone receiver about 65 
years old and a spinning wheel be- 
lieved to be at least 100 years old. 
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t Link in 
“Production Arsenal”! 


From Maine to California, factories are straining every fibre, working 
day and night, in the all-important "battle of production."" American in- 


dustry has a job to do—and it is doing it in characteristic fashion—sparing 
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At scores of points in this nation-wide activity, Strowger Automatic 
exchanges of every size supply a vital, essential coordinating force, through 


fast, accurate, dependable communication. With the velocity of light, they 
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FCC Separation 
Hearing 


(Concluded from page 11) 





measures without giving thorough 
analysis as to the adverse effect of 
their application to Independent 
companies. According to Independ- 
ent representatives, they are pre- 
pared to oppose any move of this 
kind in connection with separation. 

However, many Independents feel 
that state commissions are not bind- 
ing themselves to adopt any separa- 
tion procedures or regulations for 
intrastate operations just because 
they may be adopted by the FCC 
for interstate operations as it is 
understood that the state bodies took 
part in the Chicago hearing strictly 
on a cooperative basis. In fact, one 
state commissioner is reported to 
have stated that the state commis- 
sions should not be bound by any 
action taken by the FCC and their 
part in the hearing should be taken 
on a basis of cooperation only in 
finding a solution to the separation 
problem. 

Independent telephone men point 
out that if the FCC does determine 
specific methods and procedures for 
separation and if those identical 
methods and procedures are not 
adopted by the state regulatory bod- 
ies, obviously they cannot be made 
effective without doing injustice to 
the regulated utility. 

A. J. McBean, counsel for A. T. 
& T. and associated Bell companies, 
when asked to present direct testi- 
mony or cross-examination concern- 
ing the joint staff committee’s 
separation procedures, stated that 
his companies had no testimony to 
present as the committee members 
had covered those companies’ posi- 
tion adequately. 

Mr. McBean stated that his com- 
panies believed it is in the public 
interest that definite methods of 
separation be established which can 
be used in both interstate and intra- 
state rate cases for if varying meth- 
ods are used either the companies 
will not be compensated for the use 
of the property not allocated to 
either service, or the public will be 
required to pay double for the prop- 
erty allocated to both services. 

He said, “Any reasonable rules 
which are definite and which satisfy 
the requirements laid down by the 
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United States Supreme Court will 
be acceptable” to his companies. 

Mr. McBean said that separation 
procedures in the joint staff com- 
mittee’s report are satisfactory to 
the companies and that they are 
“simple and practicable for use in 
separation by large companies, such 
as the associated companies of the 
Bell System, on either a company- 
wide or state-wide basis.” 

He stated that preceding wit- 
nesses had explained the reasons 
“why it would not be applicable to a 
small company, because it can’t aver- 
age it up, and also because the small 
companies do not have records as 
complete as the Bell companies, and 
it might be burdensome to main- 
tain.” (Italics supplied.) 


Mr. McBean said that the Bell 
companies would like to see prompt 
action in connection with adoption 
of separation procedures. 

Following the testimony on the 
joint staff committee’s procedures 
Mr. Toeppen took the stand to pre- 
sent testimony concerning his “eco- 
nomic savings” and his ‘“value-of- 
service” separation theory. Previous 
witnesses were opposed to the Toep- 
pen theory as being highly theo- 
retical and impracticable, and Mr. 
Toeppen underwent severe cross- 
examination by Mr. Warren of the 
NARUC and Mr. Rockwood, A. T. & 
T. attorney. Mr. Toeppen, however, 
was supported in his theory by the 
counsel of the City of Detroit and 
Wayne County, Michigan. 

With the completion of testimony 
and cross-examination on the joint 
staff committee’s procedures and on 
the Toeppen theory Saturday morn- 
ing, August 22, testimony as to the 
merit of the board-to-board and 
station - to- station methods began. 
The Bell System presented A. B. 
Crunden, assistant comptroller, A. T. 
& T. Co., Glen Ireland, A. T. & T. 
operating results engineer, and John 
J. Hanselman, sales engineer in the 
commercial division of the A. T. & T. 
operating and engineering depart- 
ment, all of New York City, as wit- 
nesses to present evidence in favor 
of the board-to-board separation 
procedure. 

Mr. Crunden gave a historical 
background in connection with the 
adoption of the board - to - board 
method by the Bell System. Mr. 
Ireland favored the joint staff com- 
mittee’s procedures and testified as 
to the cost of maintaining separa- 
tion records on the board-to-board 
and station-to-station methods. He 
brought out that the cost of main- 
taining station-to-station records is 
estimated to be 15 per cent greater 


than the cost of keeping them on the 
board-to-board basis, which cost ex. 
cludes the expense of making any 
appraisals. 

Mr. Hanselman presented iifor-. 
mation from detailed studies pre. 
pared by the A. T. & T. and Bell 
associated companies, showing the 
types of service rendered by the Bel] 
companies, the use made of toll 
service by subscribers of both Bel] 
and Independent companies in sup- 
port of his contention that the pub- 
lic and the telephone companies were 
better off under the board-to-board 
separation method than under the 
station-to-station basis. 

All three of the foregoing wit- 
nesses were cross-examined by Mr. 
Warren and Mr. Cohen when the 
hearing resumed on Monday morn- 
ing, August 24. 

Following the Bell witnesses’ tes- 
timony, Mr. Warren asked if any 
state commissions wanted to be 
heard in support of the board-to- 
board theory and, there being none, 
he asked for appearance in eonnec- 
tion with the station - to - station 
method. 

Mr. McNaughton of the Califor- 
nia commission staff testified at 
length in support of the station-to- 
station method. He advocated the 
adoption of a single separation pro- 
cedure as recommended by the joint 
staff committee’s report and urged 
that this single procedure be the 
station-to-station. He stated that it 
would eliminate much controversy 
and would be better for the regu- 
lated companies, the federal and 
state regulatory bodies and the pub- 
lic if telephone property, revenues 
and expenses were separated on a 
single basis. 

He stated that, in his opinion, 
adoption of the station-to-station 
procedure by the FCC would be in 
full harmony with the Federal Com- 
munications Act as to jurisdictional 
boundaries. 


On Tuesday morning, August 25, 
J. G. Wray was called to the stand 
and at the time this report was be- 
ing written Mr. Wray was present- 
ing testimony in favor of the sep- 
aration procedure as recommended 
by the joint staff committee. It was 
understood that he would present 
further testimony in favor of the 
station-to-station method. 


It was also understood that the 
hearing would close following testi- 
mony by Mr. Hayner and Mr. Toep- 
pen, both FCC engineers, in favor of 
the station-to-station procedure and 
possibly some cross-examination of 
previous witnesses. 
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cation that carrier equipment will 

be used extensively by telephone 
companies during the next few years 
on long-haul toll circuits. Now, if 
someone could only design a cheap 
carrier system which could be manu- 
factured without the use of large 
quantities of critical material, this 
equipment would be available to all. 


T ‘cso SEEMS to be every indi- 


* *x * 


J. W. Hannon, jovial plant manager 
of the Indiana Bell Telephone Co., In- 
dianapolis, Ind., paid us a visit while 
in Washington, D. C., to see Lt. Col. 
Foster L. Stanley. Mr. Hannon is a 
friend of long standing of Charles F. 
Robinson, Signal Corps engineer, and 
we understand that these two did some 
high-powered wire tangling in Kansas 
City in days gone by. 


* * * 


We have never known for certain 
just who won World War I, but after 
listening to a conversation between Col. 
Will V. Parker, Col. Dave Washburn, 
J. K. O’Shaughnessy and W. J. Royen, 
we are now thoroughly familiar with 
just how it was done. The two officers 
remained in the Army and are now 
colonels in the Signal Corps. Mr. 
O’Shaughnessy is assistant to the chief 
engineer of the REA now located in 
St. Louis, Mo., and Mr. Royen is a 
Signal Corps telephone engineer sta- 
tioned in Washington, D. C. 


* * * 


Numerous are the means devised to 
cheat telephone companies and the re- 
port charge on toll calls has no doubt 
plugged many a leak, although not by 
any means all of them. We recently 
heard of a business concern that oper- 
ates several branch houses in a certain 
territory. This establishment requires 
all branch houses to call the home of- 
fice each day “collect” for price infor- 
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mation. A special telephone is reserved 
for this only and is never used for any 


other purpose. On days when prices 
do not change, the home office merely 
refuses to answer the telephone and 
the cost of the call is saved. 


* * «* 


We have received numerous favor- 
able comments with reference to the 
letter on loudspeaker method of com- 
munication from “Anonymous,” pub- 
lished on this page in the July 18 issue 
of TELEPHONY. Some of the writers 
remarked that they would be interested 
if manufacturers would design a sys- 
tem which could be used on the regular 
cable pairs. We knew this had been 
done so we consulted one of the lead- 
ing manufacturers of loudspeaker 
equipment for up-to-date information. 
We are informed in this connection as 
follows: 

Amplifying equipment is now avail- 
able for use over telephone lines. This 





COMING CONVENTIONS 


United States Independent 
Telephone Association, Hotel 
Sherman, Chicago, Ill., October 
15 and 16. 


South Dakota Telephone Asso- 
ciation, Hotel Widman, Mitchell, 
October 28. 


Alabama Independent Tele- 
phone Association, Jefferson Da- 


vis Hotel, Montgomery, November 
12 and 13. 


Oklahoma Telephone Associa- 
tion, Mayo Hotel, Tulsa, Novem- 
ber 12 and 13. 


Missouri Telephone  Associa- 
tion, Muehlebach Hotel, Kansas 
City, November 16, 17 and 18. 











is accomplished by using a preamplifier 
at the originating point and feeding a 
zero level signal over the telephone 
lines to the loudspeaker locations where 
booster amplifiers will be required to 
amplify the sound to the volume level 
required. 


There have been some cases where 
signals have been transmitted over 
telephone cables at a volume sufficiently 
loud for average living-room level. This 
refers to program service companies in 
the midwest which have provided their 
subscribers with radio programs. With 
this arrangement, crosstalk is appar- 
ent in the telephone receivers until the 
operator answers the call at which 
time it is reduced to a level that is not 
bothersome. 


We still contend that loudspeaker 
communication will eventually serve 
many a useful purpose and assist in 
our peace-time occupations. 


* * * 


We have received a letter from 
L. N. Snyder, president, Mijo Tele- 
phone Co., Spring Hill, Kans., with 
reference to our recent account of the 
use of turn-buckles in telephone guy 
wires. He says, in part: 


“Back in 1904, the writer was a mem- 
ber of a crew engaged in building a 
toll line across the Mississippi and Min- 
nesota Rivers at Fort Snelling, Minn. 
The lines were supported on 8-foot 
poles guyed four ways with turn- 
buckles to equalize the tension on the 
guys. The long open wire spans were 
deadended on turn-buckles at the cross- 
arms for the purpose of adjusting and 
equalizing the slack in the lines. This 
is the only time I have ever used them. 
However, they proved ideal for that 
particular job.” 


The location mentioned by Mr. 
Snyder is well known to the writer, 
although cable supported on a modern 
bridge has since replaced the open 
wire. 
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Commissions 
and Courts 


FCC Requires Identity of 
Communications Officials 

The Federal Communications Com- 
mission adopted an order August 11, 
requiring every common carrier by 
wire or radio, to which that commis- 
sion’s accounting regulations (includ- 
ing those in force under the provisions 
of Section 604(a) of the Communica- 
tions Act of 1934, as amended) are 
applicable, to file with the commission, 
under oath, not later than September 
10, information regarding the identity 
of each responsible official, the instru- 
ment through which his responsibility 
was established, and whether he is re- 
sponsible directly to the stockholders 
or to other groups of individuals. This 
action was done in order that the com- 
mission may learn who is to be re- 
sponsible to it for application by the 
carrier of FCC rules on 
accounting. 


uniform 


Vv 


Audubon, lowa, Loses Case 
Against Northwestern Bell 

In the case of the city of Audubon, 
lowa, against the Northwestern Bell 
Telephone Co., in which the city sought 
to enjoin the telephone company from 
the “use and occupancy of public 
streets and alleys,’’ because it had no 
franchise, the Iowa Supreme Court 
affirmed the Audubon county district 
court ruling which dismissed the action 
brought by the city against the com- 
pany. The district court held that the 
defendant company had a perpetual 
franchise because it and its prede- 
cessors in title have maintained con- 
tinuous occupancy of the streets and 
alleys with telephone equipment since 
before October 1, 1897. 

The city appealed last fall, and the 
appeal was argued before the supreme 
court in May of this year. The city’s 
action was filed August 20, 1940, heard 
in district court in Audubon, February 
26, 1941, and taken under advisement 
by Judge John A. Murray. 

The action was filed by the city in 
accordance with a resolution passed by 
the city August 5, 1940. This resolu- 
tion, in turn, had constituted the city’s 
answer to the company’s announce- 
ment of a rate boost. Citizens had met 
to protest the increase, and requested 
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the council to act, whereupon, when 
appealed to the state supreme court, 
that body confirmed the ruling of the 
county district court. 


Vv 


Knickrehm Wins Nomination 
In Nebraska Commission Race 
Discovery of an error in the election 
returns that placed two republican 
candidates for the Nebraska State 
Railway Commission nomination near 
to a tie (TELEPHONY, August 22, page 
26) has made certain the nomination 
of John Knickrehm, a Grand Island 
grocer, who has served a term in the 
state legislature. Unofficial returns on 
the democratic contest give Will A. 
Maupin, former commissioner, only 
five more votes than F. A. Good, now 
chairman. 


Vv 


Court Rules Off-Duty 
Injuries Not Compensable 

The Nebraska Supreme Court case 
of Richtarik vs. Bors, holds that an in- 
jury to an employe while on the way 
home after working hours does not 
arise out of his employment, whether 
such employe works regular hours or 
is subject to call by his employer. 

Mr. Richtarik had returned to the 
garage late in the evening a car that 
he had out for demonstration purposes, 
a task assigned him by his employer, 
and was on his way home when he 
slipped on the ice. The workmen com- 
pensation court had held that where an 
employe is on call injuries so received 
are compensable. 


Vv 


Increased Rates Effective for 
Harrah and Binger, Okla. 

Unless protests are filed before Oc- 
tober 1, new telephone rates will be- 
come effective applying to the ex- 
changes of the Southwest Telephone 
Co. at Harrah, Okla., and the South- 
western States Telephone Co. at 
Binger, Okla. 

Rates will be increased 25 cents per 
month at Binger and Harrah on the 
following classifications, with proposed 
rates as follows: Individual business, 


wall, $2.75 per month; _ individual 
business, desk, $3.00; individual regj- 
dence, wall, $1.75; individual regj- 
dence, desk, $2.00. 


Proposed rates for multi-party rural 
service for both exchanges are, resj- 
dence, $1.50, business, $2.50. Resgij- 
dence extension wall service rernains 
at 50 cents. Reductions of 25 cents 
per month are made on other classes 
of extension service. 

A proposed increase of 25 cents 
per month is made on two-party servy- 
ice at Harrah. Two-party residence, 
wall, is $1.50 and two-party residence, 
desk, is $1.75. 


Vv 


Summary of Commission 
Hearings and Rulings 


Federal Communications Commission 

August 12: Authority granted Pa- 
cific Telephone & Telegraph Co. to 
provide emergency service by the con- 
struction of facilities between Port 
Angeles and Olympia, Wash., under 
certain provisions. 

August 12: Southwestern Bell Tele- 
phone Co., Galveston, Tex., granted 
modification of coastal harbor station 
license for additional communication 
“and those provisional stations which 
are authorized by the commission to 
communicate with coastal harbor sta- 
tion KQP.” 


Kansas State Corporation Commission 

September 1: Hearing on application 
of the A. & P. Cooperative Telephone 
Co., Inc., for a certificate relating to a 
proposed issue of its note in the 
amount of $2,250. 

September 1: Hearing on applica- 
tion of R. L. King for permission to 
transfer the franchise of the Haviland 
Telephone Co. and to cease operating 
as a public utility at Haviland. 

September 1: Hearing on applica- 
tion of Vern O. Davis for a certificate 
of convenience and authority to trans- 
act the business of a public utility at 
Haviland and rural vicinity. 

September 8: Hearing on applica- 
tion of the Western Light & Telephone 
Co. for authority to make telephone 
rate changes in Conway Springs and 
vicinity. 


Nebraska State Railway Commission 


August 19: Authority granted 
Northwestern Bell Telephone Co. to 
revise tariffs for its Sidney exchange 
to eliminate all rates for grounded 
service, since only metallic service is 
now being offered. 


Oklahoma Corporation Commission 


September 8: Hearing on investiga- 
tion of increased rates proposed to be 
charged by the Southwest Telephone 
Co., at Temple. Upon a request filed 
with the commission, by F. J. Jemi- 
son, mayor of Temple, proposed in- 
creases have been suspended and the 
auditing and telephone engineering de- 
partments of the commission have been 
ordered to investigate books and ac- 
counts and make an appraisal of the 
Temple exchange for presentation at 
the hearing. 
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In the Nation's 
Capital 


(Cov inued from page 15) 





lected. This means that 6 per cent 
of those filing income taxes for 1940 
paid over 85 per cent of the total tax. 
And this means, in turn, that so far 
we are trying to fight a war as well 
as check inflation by bearing down 
the income of only 6 per cent of the 
nation. 

The reduction of income exemp- 
tions last year added about 5,000,000 
new taxpayers, who contributed only 
about $50,000,000, while $280,000,- 
000 was added to the burden of the 
old taxpayers—mostly in the middle 
tax group. The proposed tax bill 
does not radically change this pic- 
ture, although it does lower the ex- 
emptions to some extent. The prin- 
cipal burden will fall on the middle 
income tax group and less than 6 
per cent of the total taxpayers will 
still continue to pay over 85 per cent 
of taxes collected. 

So the answer, perhaps, does not 
lie in dropping the exemptions much 
further on individual income. Theo- 
retically, there is a vast amount of 
taxes that can be collected from a 
small tax on smaller incomes. But 
as a practical matter, taxation in 
this direction eventually reaches a 
point where collection and account- 
ing costs tend to offset revenue 
collected. 

The real answer would seem to 
be something like a sales tax. Your 
correspondent does not propose this. 
But if the government is really se- 
rious about checking mass spending 
through taxation, common _ sense 
would seem to dictate that the tax 
ought to be placed exactly on the 
point where spending occurs — the 
sale of the article to the consumer. 

There is evidence that Congress 
is beginning to think along this line. 
And there is evidence that the treas- 
ury also has “taxation for the 
masses” in mind—not only in the 


form of a sales tax, but payroll and | 


withholding taxes. However, it is 
a good bet that you won’t hear very 
much about that before the elections 
are over. 

As far as the treasury is con- 
cerned, the sales tax is being held 
as a sort of ace in the hole, to be 
Played after the other sources of 
business tax exploitation have been 
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Type W 


Type O 


Above are typical examples of AR rebuilt telephones. Your 
old instruments can be rebuilt to similar standards of excellence. 


HERE’S A WAY 
TO SAVE MONEY- 


AND PLEASE YOUR 
SUBSCRIBERS, AS WELL! 


AR rebuilding service offers telephone companies a 
sure way of lowering operating costs; at the same time it 
helps conserve essential materials for the national war 
effort. With AR methods, your old telephones are rebuilt, 
not just repaired. They are completely reconstructed by 
expert telephone craftsmen using latest factory methods 
and precision machinery. 

The handsome AR rebuilt telephones you receive in 
return for your old instruments cost much less than new 
equipment, yet they will please your subscribers with their 
attractive modern appearance and top-notch performance. 

AR Rebuilding Service includes the reconstruction of 
switchboards, P.B.X.'s, C-A-X's, etc., as well as telephones, 
with all costs held to a low figure. Write for prices and 
full information. 


Type P 


THE MARK OF QUALITY 
IN REBUILDING SERVICE 





AUTOMATIC » ELECTRIC 


MAKERS OF TELEPHONE, SIGNALING AND COMMUNICATION APPARATUS 
ELECTRICAL ENGINEERS, DESIGNERS AND CONSULTANTS 





Distributors in U. S. and Possessions: 
AMERICAN AUTOMATIC ELECTRIC SALES COMPANY, 
1033 W. Van Buren St., Chicago, U. S. A. 
Export Distributors: AUTOMATIC ELECTRIC SALES COMPANY, LIMITED 














23 














Photograph illus- 
trates efficient 
sure grip and auto- 
& matic release of 
7? Multipoint Hook. 






SAVE THE 
POLES 


. The Sturd-E exclusive Mul- 
foies Cant Hook Speeds 
oe handling and saves th 2 
aif inch? SIX quarter-inch by 
inch points &rip much 
Ore firmly than a Single 


treatment. ‘ 
stab wounds where wate 
— and fot can start, 

Pe in three sizes for 
a ing all poles—from the 
omaiest to the big Ones 22 
wine nie diame y 
utility that ha 

itilit it Mas tested the 
Sopiat Cant Hook yes 
peter tela ever increasing 
S—it save 

time, and cost. iat 


STURDF Toots 
@ True TEMPER 


Rooucr 


ter. Every 






MULTIPOINT 
> CANT HOOK 


j 6 points, 4” x 4” in size grip 
the pole securely but leave no 

deep hole to encourage rot and 

decay. Points renewable when 
worn. Furnished in small, medi- 
um and large sizes for handling 

poles up to 22” in diameter. 
Prices and complete 
description on 
request. 
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JOSLYN MFG. & SUPPLY COMPANY 
Executive Offices 
20 North Wacker Drive * Chicago, Illinois 


Branches and Warehouses with Complete Stocks in 
Principal Cities of the United States 
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| exhausted. 
| while, inflation is going along at a 


Trouble is that mean- 


merry clip. The price of everything 
is rising slowly but steadily, and the 
cost of the war in terms of public 
debt that we will have to pay 
eventually is being correspondingly 
boosted day after day. If somebody 
doesn’t play some anti-inflationary 
aces pretty soon, the game may get 
entirely beyond control. 

Entirely by coincidence, the 
stepped-up draft of civilians for the 
Army has begun to attract attention 
as a possible anti-inflation factor. 
The theory is that if married men 
are called up for service, the prin- 
cipal breadwinners and money earn- 
ers of the community are taken out 
of it. Hence, less spending. This 
would be offset, to some extent, by 
women taking jobs but the family 
income (and, therefore, the outgo) 
is likely to be reduced. Further- 
more, by the same token, a smaller 
number of money earners in the 
community is going to mean a 


| smaller number of taxpayers, but 


that is another phase of the problem 
that the government tax authorities 
will have to figure out. 


Speaking of the draft, by the time 
these lines appear in print, most 
readers of this department will have 
learned elsewhere of General Her- 
shey’s warning that industrial de- 
ferment from selective service is 
going to be pretty much a thing of 
the past. This does not mean that 
all the “directives” which have been 
issued to the local boards on the 
subject of deferring vital industrial 
employes are scraps of paper. 

But it does dilute the value of 
these directives pretty much. It 


means that it will be a difficult 
task to justify the occupational de. 
ferment of each particular man jp 
the future. Telephone companies 
must be prepared to show that the 
man is so essential that the service 
is threatened with collapse unl-ss he 
is retained, and that nobody «|se js 
available to substitute. 

Extensions of occupational defer. 
ments will be almost impossible. The 
Army figures that six months ought 
to be enough to train some kind of a 
replacement. So the outlook is for 
more women and older or partially 
handicapped men in more key posi- 
tions in the future. 


If your correspondent can be par- 
doned a slight scrambling of his edi- 
torial functions, he would like to call 
attention to an interesting pair of 
articles which appear currently in 
Public Utilities Fortnightly. They 
were written by a British utility of- 
ficial, Colonel T. H. Minshall, D.S.O., 
and have to do with post-war plan- 
ning of utility service in Europe. 
Colonel Minshall gives us much food 
for thought along this line. 

He says that utility service in 
Europe has never been in the past 
what it could be because it was cut 
up by a series of political barriers, 
resulting from a large number of 
small and mutually suspicious na- 
tional states. He proposes that this 
“Balkanization” of utility service in 
Europe should be removed in any 
permanent peace plan, in the inter- 
est of the common people of all na- 
tions on the continent. 

He further suggests that after 
such international utility service is 
established in Europe, it could be 
used as a method of policing the 





with the calling party’s wishes. 


EN 


cluding tax.” 


eventually save circuit time. 


her to clear the circuit. 





Answers to Traffic Questions on Page 16 


1. An operator is not permitted to use an unauthorized route unless 
her supervisor or chief operator tells her to do so. 
not always come under the classification of an ‘“‘emergency”’ call. 

2. The operator may say, for example, “The party you called has 
hung up,” or any other suitable phrase, and proceed in accordance 


3. The numeral “9” is pronounced “‘NI-EN. 
the first N should be strong, the I long, placing mild emphasis on the 


4. When you quote the charge to a distant operator, say, for ex- 
ample, “(message charge plus tax) for (no. of minutes) minutes in- 


5. Allow the operator to hold the circuit beyond the time allowance 
if you believe that this will hasten the completion of the call and 
If you allow the operator to hold the 
circuit longer, keep in touch with her and, if a circuit to the desired 
office or a report has not been obtained within a reasonable time, tell 


A “rush call’? does 


7? 


In forming the sound, 
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pack an added wallop 


Enter Military Service into your swing. 


Thirty-one members of the construc- 
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aA CLARK BURCHETT, manager of the BISTRISETED BY 

id Rockford, Iowa, exchange of the Far- AMERICAN 
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d resigned his position in Rockford and 

i entered a Kansas ordnance plant where SALES COMPANY 
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DEMOCRACY BASED ON 
Service Jo Others 


By W. H. 


| EpiTtor’s NOTE: Mr. Dysard is 
an attorney at Ashland, Ky., who 
has performed services for the tele- 
phone industry. This article was 
presented as an address by Mr. 
Dysard before a recent district meet- 
ing of the Kentucky Independent 
Telephone Association at Somerset. | 


your 


your community’s fu- 


ERVICE is the hope of 
future, 


ture, and your country’s future. 
I want to persuade you, if I can, that 
this is true; and that the best thing 
you can do for yourself, your com- 
your country, is to 


munity, and 
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One word describes it— 


“QUALITY” 


O MATTER how many words we might use 

we couldn't tell the story of Acorn Drop 
Wire more convincingly than it is told by the 
single word—“Quality.” 

Hundreds of Independents who use Acorn 
have good reason to congratulate themselves 
on their choice—Acorn “Quality” has given 
them the extra strength and the extra re- 
sistance to the elements that spell long life 


Renewals reduced to a minimum. Vitally 
important in these times of acute shortage. 


ACORN INSULATED WIRE COMPANY, INC. 
225 King Street, Brooklyn, N. Y. 

LEICH SALES CORP., 427 W. Randolph St., Chicago 

LINDSAY SUPPLY CO., 4815 Superior Ave., 


DYSARD 


learn how to furnish better service 
in your own job, wherever your job 
may be today or tomorrow. 

There are many things we all 
agree are services. For example, 
soldiers fighting our battles; doctors 
treating our ills; lawyers helping us 
with our problems; waitresses wait- 
ing on us in restaurants; clerks 
waiting on us in stores. These we 
call services. 

But there are many other things 
we call by other names which are 
also services when properly under- 
stood. Service is anything we do or 
help do which benefits our neighbors 
—the rest of the world. 

For example, these are services: 


Cleveland 


Interior —Tree—Ground—Switchboard—Pothead—Cable Terminal—Instrument—Fixture Buried Wire 


The work of the people in the uto- 
mobile industry and related bugj- 
nesses in planning, building, and 
marketing automobiles; the work of 
the people in the gasoline industry 
in drilling oil wells, transporting 
crude oil to refineries, refininy the 
oil into gasoline, and marketing 
gasoline; the work of the people in 
the radio organizations and _ the 
newspaper organizations in gather- 
ing and bringing to us news, in- 
formation, and entertainment; the 
work of the people in the banks; the 
work of the people in electric utili- 
ties in producing, transporting, and 
marketing electric current; and go 
on through the whole list of our 
American activities. 

But, let’s talk about your service 
—the telephone business—the serv- 
ices rendered by the people who have 
built and who maintain and operate 
the telephone systems. There is a 
small piece of equipment made of 
some black material which we call a 
telephone. By itself it is a dead and 
useless thing. But, through it, we 
can command the services of the 
many people who work in the traffic, 
plant, and commercial departments 
of many telephone systems. Through 
it, we can command the services of 
the officials and managers of these 
many telephone systems. Through 
it, we can command the services of 
the stockholders who have con- 
tributed equipment and supplies for 
the telephone systems. A man erect- 
ing a telephone pole is not just 
standing a piece of wood up in the 
ground; he is helping pave the way 
for telephone service. A girl running 
a switchboard is not just operating 
a piece of mechanical equipment; she 
is helping to give the public tele- 
phone service. A girl in the com- 
mercial department does more than 
collect bills. She receives the public’s 
contributions which are necessary to 
the life of telephone service. 

Truly—to appreciate the American 
way of life, we must understand that 
every American enterprise is, more 
than anything else, a person or a 
group of persons rendering services 
of some kind. Some contribute their 
money and property to the service. 
Others contribute their managerial 
ability. Others contribute their 
mental and physical labor. But all 
these are of value only as they serve 
other people. The group of people 
composing an enterprise may be big, 
middle sized, or little. The service 
rendered may be desirable to some 
and not to others. The service 
rendered may be good, fair, or poor. 
But it is still service more than it 
is anything else. 

There are, of course, differences 
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in what various people contribute to 
the ‘otal services rendered by all of 
us t- each other. And so, we have 
differences about wages, hours, work- 
ing conditions, values, prices, what 
is richt and wrong, and many other 
thins. This is human nature. It 
has always been so and it always 
will be so. But we must keep the 
ho} before the cart. We must 
never lose sight of the fact that the 
ultimate objective of the labors of 
all of us is service—the rewards of 
which we hope will be some success 
and some happiness. 
‘his habit of considering our jobs, 
our problems, and our opportunities 
as matters of service has several 
very important, practical results. 
First. Men and women who look 
upon their jobs, problems, and op- 
portunities as chances to render 
service are more successful and con- 
tent than they would be if their 
minds were fixed on other things. 
For example: Suppose you are put- 
ting up a telephone pole on a cold 
winter day. You can think of your 
task as the hard, unpleasant busi- 
ness of sticking a piece of wood up 
in the cold ground in December. On 
the other hand, you can think of 
your task as a contribution by you 
to the 24-hour day, seven-day week 
operation of the telephone system 
for the benefit of the American pub- 
lic. It occurs to me in either event 
you will probably get back home 
from the cold about as soon, but the 
difference in your own feeling and 
in your own probable success may 
be very great. 


Even in my limited experience I 
have seen many men with opportuni- 
ties, great and small, who have pro- 
duced little from them. And it has 
been my experience that one of the 
greatest single causes for their fail- 
ures has been their habit of think- 
ing of themselves as being in a posi- 
tion to grant favors to others rather 
than of having opportunities to ren- 
der services to others. This differ- 
ence between a negative and an af- 
firmative attitude caused them to 
lose sight of many chances and op- 
portunities which singly amounted 
to little, but taken together would 
have amounted to very much. 


Second. Men and women who look 
on their jobs, problems, and oppor- 
tunities as chances to render services 
get along with their neighbors bet- 
ter. In most situations where people 
think there are differences between 
them and others, there is more mis- 
understanding than there is differ- 
ence. People who want to serve soon 
learn to see what they have in com- 
mon with others instead of what they 
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differ about. The results are under- 
standing and cooperation instead of 


misunderstandings and _ controver- 
sies. 
Third. Our American democracy 


is built on the value and ability of 
human beings—of Americans as in- 
dividuals. If our people individually 
produce good services, all of us to- 
gether will produce a strong and 
united America. 

One of our most important public 
citizens has said a number of times: 
“Only the strong can be free, and 
only the productive can be strong.” 
I would like to add to that statement 
this: “And only those of us dom- 
inated by the desire to serve can be 
really productive.” 

As I see it, this is the essential 
difference between democracy and 
dictatorship. In a democracy, the 
people and the government believe 
steadfastly that all of the people will 
be happier and more successful if 
each individual is encouraged to 
serve according to the best of his 
or her ability. In a dictatorship, 
the government, and too often the 
people, believe that the individual 
man, woman, and child is not im- 
portant, but that each individual 
lives only to do what the government 
or someone else orders him to do. 

Today, in Russia and in the Far 
East there are being fought battles 
which to us are battles “to make the 
world safe for democracy.” But, we 
may win the war and lose our democ- 
racy unless while winning this war 
we do it by the services of individual, 
human Americans serving as each 
is best able to serve. 

America pleads with you and every 
man and woman like you that no 
matter what happens, no matter 
whom you may differ with, never let 


anyone else or yourself blind your | 


eyes to the fact that you best serve 
your own selfish interest and the in- 
terest of your community and of 
your country by giving the best 
service of which you are capable. 

Democracy will live in America 
and democracy will defeat its en- 
emies, so long—but only so long— 
as the great mass of American stock- 
holders, managers, and employes, the 
great mass of American farmers 
and the great mass of American 
people believe in giving a full meas- 
ure in return for the opportunity 
to live. 


Vv 


Machine Gun in Action 

A machine gun in action four min- 
utes uses as much copper as a mile and 
a half of 19-gauge telephone wire, or 
more than 30% pounds. 











MAINTENANCE 


with COFFING Tools 


is the safest and most economical way. 
More than 86% of all the telephone 
companies in the United States, who are 
using Coffing tools, appreciate this fact. 


Coffing's "Safety-Pull” Ratch- 
et Lever Hoist is indispensa- 
ble for 


guys, changing insulators, 


pulling overhead 


etc. 
¥% to 15 tons; 


weighing from 14 to 150 Ibs. 


Capacities 





COFFING LOAD 
BINDERS 


For booming poles, logs, pipes, 
etc., the Coffing Load Binder is 
the safest and most powerful 
boomer on the market today. 
The Model A weighs only I1'/2 
Ibs., and will boom a load of 
4,000 Ibs. The Model F boomer 
weighs 24 lIbs., and will boom 
a load of 6,000 Ibs. 


TEMPORARY GUY CLAMP 


J 


magazine. 
very powerful 
easy to handle. 





end permits 


sired without slipping 
Weight 3!/2 Ibs. 


POWER PIKE POLE 


This item is entirely new in the 
Coffing line of utility tools. It 
is built of two pieces of gal- 
vanized pipe which telescope. 
Power is obtained from a 
“Safety-Pull” Hoist, or a Coffing 
Load Binder. Used for straight- 
ening leaning poles, one man 
can do the work of 6 men. 


Minimum height, 8'-2"; maxi- 
mum I1'-7", Weighs only 32 
Ibs. , 





= 


Carried in stock by 4 


Sold by | | = 


BUCKEYE 


TELEPHONE & SUPPLY CO. 





COLUMBUS, OHIO 


SAFETY-PULL HOIST 


stringing underground cables, 


Coffing Guy 
Clamps are built 
on the vise princi- 
ple, with vise screw 
enclosed in a steel 
They have a 
grip, are 
An auto- 
matic grip placed on one 
necking as 
close to the pole as de- 








27 








Termination of International 
Radiotelephone Communications 

The Board of War Communications 
has determined that the national 
security and defense and the success- 
ful conduct of the war demand the 
termination of certain international 
radiotelephone communications, and 
accordingly issued on August 17, Order 
No. 17 (modifying a previous order) 
which provides that: 


“(1) No non-governmental business 
or personal radiotelephone call shall 
be made to or from any foreign point 
outside of the Western Hemisphere 
except England, unless: such call is 
made in the interest of the United 
States or the United Nations and unless 
an agency of the United States Govern- 
ment sponsors such call and obtains 
prior approval therefor from the Office 
of Censorship; provided, however, that 
this provision shall not apply to Amer- 
ican press calls or radio broadcast pro- 
grams, or to such other press calls and 
radio programs as may be specifically 
approved by the Office of Censorship. 

“(2) No calls of any nature, over 
the radiotelephone circuits under the 
jurisdiction of the United States, no 
matter where such calls may originate, 
unless sponsored and approved as pro- 
vided in paragraph (1), shall be per- 
mitted to, from, or on behalf of, the 
following 13 countries: Egypt, Finland, 
France, Iceland, Iran, Ireland, Latvia, 


AMERICAN 
WORKS 


* 


a 
AA 








Lithuania, Portugal, Spain, 
Switserland, and Turkey. 

“<9) Personal calls other than those 
prohibited in the foregoing paragraphs 
may be completed between two points 
in the Western Hemisphere. 


“(4) All non-governmental point- 
to-point radiotelephone service between 
the United States and Australia be, 
and it is hereby designated for termina- 
tion and effective midnight August 31, 
1942, is terminated, except as to the 
transmission of duly authorized radio- 
broadcast programs. 

“Subject to such further order as the 
board may deem appropriate. Nothing 
herein shall apply to existing regula- 
tions governing the use of cable, tele- 
graph or radiotelegraph communica- 


tions.”’ 
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General Reports July Gain 
Less Than Last July 

General Telephone Corp. reports for 
its subsidiaries a gain of 1,941 
company-owned telephones for the 
month of July as compared with a gain 
of 3,322 telephones for the month of 
July, 1941. The gain for the first seven 
months of 1942 totals 19,113 or 3.3 
per cent as compared with a gain of 
26,147 telephones or 4.91 per cent for 
the corresponding period of 1941. The 
subsidiaries now have in operation 
598,618 company-owned telephones. 


Sweden, 


CREOSOTE 


PINE 
POLES 


For greater strength and outside 
plant economy, choose American 
Creosote Works’ southern yellow pine 
poles. 

Tests have proven that yellow pine 
poles are stronger. Pressure-treated 
with creosote, they are thoroughly 
preserved to assure long life. They 
stand up in storms, sleet, and high 
wind. 

Fast shipment and quick service 
are assured. 


Distributed by: 


STROMBERG-CARLSON 
TELEPHONE MFG. CO. 


Factory & General Offices: 
100 Carlson Rd., Rochester, N. Y., U. S. A. 


Branch Offices: 
Chicago Kansas City San Francisco Toronto 
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INDEPENDENT 
PIONEER NEWS 











_— 

EpitTor’s NOTE: TELEPHONY is «evot- 
ing space regularly to the publicution 
of reports of activities of the !nde- 
pendent Pioneer Telephone Associ tion, 
632 Lemcke Bldg., Indianapolis, Ind., 
as well as of letters and comments 
from members of that association. The 
following letter was received from 
Frank L. McKinney, secretary-treas- 
urer, Ohio Independent Telephone As- 
sociation: 


To My Co-Workers and 
Friends in the Independent 
Telephone Field: 


When Uncle Sam considers an appli- 
cation for commissioned rank in the 
armed forces of the United States, one 
of the questions that he asks is: “To 
what professional societies do you be- 
long?” 

The chances of the applicant for 
shoulder straps are a bit better than 
usual when he can produce a paid-up 
membership certificate in some well 
known and respected organization. 


The Independent Pioneer Telephone 
Association of the United States is a 
professional society that has been hon- 
ored for a generation, and that accepts 
as members only those men and women 
who have made good in the telephone in- 
dustry over a long period of time. Its 
membership card certifies that the 
bearer is a skilled communications spe- 
cialist and to be accepted as such, in 
every appraisal of our national man 
power and woman power. 

Your social security card is valuable 
since it indicates that you are a worker. 

Your selective service registration 
card is equally important, since it 
proves for all to see that you are one 
of this nation’s human assets. 

Your Independent Pioneer card sup- 
plements social security and selective 
service documentation by certifying 
that you are a highly-skilled, well- 
qualified and time-tested expert in the 
vital communications field. 

Enlightened selfishness should sug- 
gest to every one who becomes eligible 
for Pioneer membership that he file 
his application with Secretary J. K. 
Johnston, Lemcke Building, Indian- 
apolis, Ind., as speedily as the mail will 
carry it—and an extra three cents for 
air mail service will be money well ex- 
pended. 


As a past president of the Pioneers, 
I can bear witness that it is a useful 
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as well as a highly exclusive organiza- 
tion so exclusive that it takes at least 
a decade of faithful service to the tele- 
pho: industry, along with three Amer- 
ican dollars, to buy one’s membership 
certilicate. Without the years the dol- 
lars are useless. 


If you are now a member of the 
Pioneers, keep your membership alive 
and active, since, with the coming of 


wars extraordinary examinations into 
every one’s abilities, it establishes your 
special value to the national economy. 

If you are eligible to Pioneer mem- 
bership—apply today! It’s a privilege 
that may prove priceless. 


- 


Vith kind regards, I remain, 
FRANK L. McKINNEY. 
VV 


San Antonio, Tex., Opens 
Public Telephone Center 

Texas’ first public telephone center 
was recently opened in San Antonio, 
Tex., Paul W. West, district manager 
of the Southwestern Bell Telephone 
Co., announced. Operators will be on 
duty to help soldiers, visitors from out 
of town, and the general public com- 
plete local and long distance calls. 
There will be a three-section switch- 
board and 16 booths. 

As many as four attendants and 
three operators may be on duty at one 
time at the public telephone center. 
Initially the telephone center will be 
open from 6 p. m. to midnight on 
weekdays, from 10 a. m. to midnight 
on Saturday and from 3 p. m. to mid- 
night on Sundays. The hours of opera- 
tion will be changed if the need arises. 

An “attended”’ telephone center has 
been in operation for nearly three 
weeks for the use of soldiers at the 
Fort Sam Houston Reception Center. 
A similar telephone set-up will be 
placed in service soon at the San An- 
tonio Aviation Cadet Replacement Cen- 
ter, Mr. West said. 
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New England T. & T. Co. 
Converting to Coal 

Because of the threatened shortage 
of fuel oil in the northeast in the com- 
ing winter, the New England Telephone 
& Telegraph Co. is converting several 
of its buildings from oil to coal heat- 
ing. It is estimated that the changes 
already made and others planned and 
under way will reduce the company’s 
fuel oil consumption by about 65 per 
cent, saving over 1,600,000 gallons. 
This quantity of oil would require 
about 160 of the larger railroad tank 
cars to transport. 
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Sticks to Her Post 
In Spite of Nazis 

A story to be remembered was that 
told in a recent broadcast of “The 
Telephone Hour,” the weekly radio 
program sponsored by the American 
Telephone & Telegraph Co. 

“We'd like to tell you of an inci- 
dent that happened near a certain 
town on the east coast of Florida, an 
incident that gives you a glimpse of 
telephone people and the way they go 
about their work. 

“Boats hug the shore at that Florida 
point to avoid the current of the Gulf 
Stream which flows past at a lively 
rate. They come in so close it seems 
as if you could almost toss an orange 
to the man at the wheel. 

“One night a tanker was torpedoed 
just off this particular town. The ex- 
plosion shook the nearby buildings. 
The ensuing fire lit up the scene al- 
most like daylight. There was great 
excitement and, as always happens, a 
tremendous volume of telephone calls. 

“On duty as operator that night 
was a woman of rather mature years 
who is known to her associates for her 
quiet dignity and calm manner. After 
the rush of business had tapered off 
a bit she called her district traffic 
manager to report the incident. He 
detected her excitement and the fact 
that she had been under a strain. So 
he asked her whether she would like 
to have someone relieve her for the rest 
of the night. 

“Her reply was: ‘NO, SIR—there’s 
not a damn Nazi living that can run 
me off my job.’...” 


Vv 
Obituary 


LINCOLN R. MEEKER, general super- 
intendent up-state of traffic methods 
of the New York Telephone Co., died 
August 14, in Albany, N. Y., at the age 
of 56. Mr. Meeker was born in Denver, 
Colo., and went to Albany, N. Y., in 
1926. He was a member of the Uni- 
versity and Albany Country Clubs and 
the Masons. 

Mr. Meeker had been associated with 
the Bell System for more than 31 years. 
He was general supervisor of traffic 
methods for the New York Telephone 
Co., in nearly all of the New York 
State territory above Westchester 
County at his death. He was formerly 


associated with the Mountain States | 
Telephone & Telegraph Co., and the 


American Telephone & Telegraph Co. 
He leaves a widow, Mrs. Josephine 


Meeker; his mother, Mrs. Frank Stan- | 


ton Rose of Denver; a daughter, Mrs. 
Henry Stager of White Plains, N. Y., 
and a son, Lincoln V. Meeker of Cal- 
cutta, India. 
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ELEPHONE 


DIRECTORY 


RINTING 


It is accurate 
printing and effi- 
cient printing. 


The Cuneo Press, Inc. 
has had years of experi- 
ence in the field of print- 
ing telephone direc- 
tories. 

Large proof reading 
staffs — suitable equip- 
ment — complete ship- 
ping facilities. 


THE CUNEO PRESS INC. 
CHICAGO, ILL. 


WITH CONVENIENT PLANTS 
NEW YORK PHILADELPHIA 
MILWAUKEE 











PORTABLE CABINETS USING 
FLAKE CALCIUM CHLORIDE AND 
1/100 H.P. MOTORS FOR DEHY- 
DRATING AND FILTERING THE 
AIR OF AUTOMATIC EXCHANGES. 





@Q—— 


Manufactured and Sold by 


H. J. KAUFMAN 


13215 ROSELAWN AVE. 
DETROIT MICHIGAN 
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Arrival of Foreign Soldier 
Mail Telephoned Recipients 
Postal workers in Elizabethton, 
Tenn., have inaugurated around-the- 
clock delivery service on mail from 
men in the war zones. When one of 
those often-delayed letters from abroad 
reaches the post office, a staff worker 
notifies the recipient by telephone, then 
arranges for immediate delivery. 
Postmistress Grace Shell introduced 
the plan, she said, to boost soldier 
morale through more rapid and fre- 
quent contact between the armed forces 
and their families. She and her staff 
do the extra work on their own time. 
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Country Physician 
Rises the Hard Way 

A country physician who specializes 
in bringing wee wonders into the world 
recently moved his bedside telephone 
clear across the room. To answer he 
must rise from his comfortable bed and 
tread the cold floor. This brings him 
wide awake, and that’s what he wants. 

According to village gossip, this 
harsh expedient was self-imposed after 
the following experience. Worn out 
from a long vigil he fell into a heavy 
sleep. The telephone rang. An excited 
voice summoned him. Dazed with fa- 
tigue and slumber, the purport of the 
message eluded him. ‘“O.K.,” he an- 
swered, “just leave it outside my door 
and I’Jl pick it up in the morning.” 
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Denver Judge Holds 
Trial by Telephone 

“Anything to oblige,” said Judge 
E. L. Fundingsland, Denver, Colo., as 
he held court over the telephone for a 
Seattle, Wash., accountant arrested for 
careless driving. 

First, the officers came on the line. 
They explained their prisoner was 
picked up while driving recklessly; that 
he told them he was just passing 
through town on an urgent govern- 
ment mission. It was Sunday, so the 
officers called the judge at home. 

Then the prisoner talked and said 
he was sorry; it was the urgency of his 
mission that caused his 


Vv 


To Supervise Telephone Facilities 

J. S. JACKSON, district clerk of the 
eastern district of the Lincoln Tele- 
phone & Telegraph Co., Lincoln, Neb., 
has been transferred to the Mead ord- 
nance plant to supervise the special ex- 
change erected and operated by the 
company. The Firestone company is 
to manage the plant. ARTHUR S. KECK- 
LER, maintenance supervisor in the 
Lincoln district, succeeded Mr. Jack- 
son. 


carelessness. 





FIRST LT. T. R. SCHWEER, for several 
years representative in Ohio for Kellogg 
Switchboard & Supply Co., has been granted 
leave of absence from the Kellogg com- 
pany for the duration and he has enlisted 
in the United States Army Signal Corps. 
With the rating of first lieutenant, Mr 
Schweer was assigned to the 92nd Signal 
Battalion, a unit sponsored by the Ohio 
Independent Telephone Association. Later 
he was transferred to the 99th Signal Bat- 
talion and has now reported for duty in 
a southwest maneuver area. Lieutenant 
Schweer's territory will for the present be 
taken over by C. E. Brown, Ohio district 
manager of Kellogg. 

















SAVE THOSE WIRES! 


WITH A 


DYNAMOMETER 


Be sure of correct wire 
tension. Eliminate guess- 
work with an accurate Dil- 
lon Dynamometer. Easy 
to use—always ready. 


FACE THE FUTURE 


Over-taut wires that snap today may be 
irreplaceable tomorrow. Priorities are 
stricter—materials scarcer. Right wire 
tension means maximum life, minimum 
storm failure. Be sure of both with a 
reliable Dillon Dynamometer. 


WRITE FOR DESCRIPTIVE 
LITERATURE & LOW PRICE 


DILLON 





WCDILLON & CO.Inc Qe 
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A. D. Boal, Kellogg Sales 
Executive, Dies Suddenly 

A. Dwight Boal, for the past 15 
nanager of the apparatus sales 


years 

department of the Kellogg Switchboard 
& Supply Co., passed away suddenly 
on Monday evening, August 24. This 


knowledge of Mr. Boal’s sudden death 
will come as a distinct shock to his 
telephone friends located throughout 
the country, for he was in apparent 
health in spite of the fact that 
since last January he had slowly been 
regaining the use of his eyes as a re- 
sult of an operation for the removal 
of a cataract. His system was undoubt- 
edly overtaxed, however, for his eyes 
became infected and for several months 
he was fighting what appeared to be a 
winning battle to regain his sight. 


good 


In high spirits, nevertheless, Mr. 
Boal remained active and while closely 
following his doctor’s orders, he was 
able to give many of the urgent busi- 
ness matters his personal attention. 

While hoping for complete eye re- 
covery, Mr. Boal was stricken with an 
abdominal attack a week ago. He un- 
derwent a major operation for this on 
Tuesday of last week and responded 
quite well. But a sudden relapse later 
called for a blood transfusion and 
while 17 of his fellow-workers were 
being tested for the proper type of 
blood, he passed away. 

Dwight Boal was a telephone man 
from ’way back. Born at Honey Creek, 
Wis., on February 16, 1888, he obtained 
his engineering training at Armour 
Institute of Technology. In 1909 at 
the age of 21, Mr. Boal went to work 
for Kellogg. He remained with the 
company until 1916 when he left to 
take over a retail business established 
by his father. 

In 1922 Mr. Boal returned to Kel- 
logg to resume his service with the 
Kellogg company and the Independent 
telephone industry. He traveled the 
state of New York as Kellogg repre- 
sentative when automobiles and smooth, 
hard roads were in their infancy. He 
toured the mid-west states on numer- 
ous occasions as a special representa- 
tive. At one time, Mr. Boal held the 
position of Kellogg’s advertising man- 
ager. 

In 1927 Mr. Boal was made manager 
of the telephone and apparatus sales 
department which position he held con- 
tinuously until his death. During all 
these years of service to the Independ- 
ent industry, he freely gave of his time 
and attention to those who needed a 
wide knowledge of telephone equipment 
and operating practices. 

Mr. Boal lived in the Chicago suburb 
of Downers Grove, Ill. Gardening and 
bee-keeping were among his hobbies. 
In his immediate family which sur- 
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A. D. BOAL 


vives him are his widow, Ruth; a son 
in the U. S. Navy, and a daughter who 
was married only two months ago, and 
his mother. 


Vv 


Connell to be Vice President 

Of Fibre Conduit Co. 
Appointment of James R. Connell 

as vice president in charge of sales 


of the Fibre Conduit Co., Orangeburg, | 


N. Y., was announced recently by H. 
J. Robertson Jr., president. Mr. Con- 
nell has been a member of the board 
of directors of the company since 
1939, and will continue to serve in this 
post. He resigned as a partner in 


charge of the New York office of Keb- | 


bon McCormick & Co., to join the 
Fibre Conduit Co. 

Going east from Omaha in 1929 as 
manager of the New York office of 
the Continental Illinois National Bank 
& Trust Co. of Chicago, Mr. Connell 
has been active in the investment 
banking field, and last year was a gov- 
ernor of the Bond Club of New York. 

The Fibre company is well-known in 
both the utilities and petroleum indus- 
tries as the manufacturer of Orange- 
burg Standard and Nocrete Conduit 
for power, light and communication 
cables, and for Orangeburg Alkacid— 
a fibre pipe used extensively for salt 
water disposal. 
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“Fire” for “Wire Causes Alarm 
The two words, “fire” and “wire,” 
sounded alike, which is why a request 
from a Rome, N. Y., department store 
to telephone headquarters for “the 
wire chief,” brought several pieces of 
apparatus and the fire chief. 





SERVICE SO VITAL 
MUST BE MAINTAINED 


Never in its history has the telephone been 
so vital to the nation. Swift, dependable com- 
munication—so essential to the all-out war pro- 
gram—must be maintained. 

The telephone industry—alert to its grave 
responsibility—is bending every effort to repair 
and rehabilitate its lines; to keep operating effi- 
ciency at the highest peak. 

Leading engineers are specifying Crapo 
HTL-85 and @rapo HTL-135 for maintenance 
and repair and for essential new construction. 
They know from experience that these high- 
tensile, low-resistance line wires provide an in- 
creased factor of safety, minimize service inter- 
ruptions, conserve man-hours and material. 

Crapo HTL-85 permits spans of 225 feet 
under heavy loading conditions; provides added 
strength and endurance on existing pole struc- 
tures. Crapo HTL- 
135 makes possible 
spans of 350 feet 
in heavy loading dis- 
tricts. Both possess 
transmission quali- 
ties superior to 
standard B.B. wire. 


Write for com- 
plete technical data! 


INDIANA 
t& WIRE CO. 
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Army-Navy "E" Flag 
Presented to Philco 

Br Gen. A. A. Farmer, Signal 
United States Army, delivered 
‘lent address recently in pre- 


Corps 
an e 


senti the joint Army-Navy Produc- 
tion Award “E” to Phileco Corp., Phila- 
delphia, Pa., for high achievement in 
war production. A crowd of 7,000 
Philcc employes and their families was 


present at the ceremonies. 

“The ‘E’ flag is placed on your flag 
pole by the Army and Navy of the 
United States of America, in recogni- 
tion of the fact that you did a good 
job of preducing radio communications 
equipment, batteries and fuses for use 
in the planes and tanks and guns and 
ships of your country and her Allies,” 
said General Farmer, “but remember 
that the war is not yet over. Remem- 
ber that you are all soldiers on the 
production line of freedom, and that 


what you are doing for America is 
being done voluntarily and freely, 
without regimentation and _ without 


coercion.” 





dependable 


Cedar Poles 
MICHIGAN POLE & TIE CO. 


NEWBERRY—GRAND RAPIDS 
MICHIGAN 

















POLES 





B. J. Carney & Co., 100 N. 7th St., 
Minneapolis, Minn.—Western red cedar 
poles. entrex Butt Treated or Plain. 








Cc. M. Christiansen Co., Phelps, Wis.— 
Northern White Cedar Poles, plain or 
butt treated. Quotations on request. 








_International Creosoting and Construc- 

tion Co., Galveston, Texas.—Creosoted 
Southern Yellow Pine Poles. Plants: 
Beaumont and Texarkana, Texas. 








MacGillis & Gibbs Company, Milwau- 
kee, Wis.—Northern White and Western 
Red Cedar Poles. Plain or butt-treated. 
Immediate quotations on request. 








T. M. Partridge Lumber Co., Minne- 
apolis, Minn.—Northern White—Western 
Red Cedar Poles. Plain or butt-treated. 








Valentine Clark Corporation, 2516 Dos- 
well Ave., St. Paul, Minn.—Finished 
Cedar Poles. Plain or butt-treated. 











AUGUST 29, 1942 


James T. Buckley, president of 
Philco Corp., accepted the “E” flag in 
behalf of the company. Paying tribute 
to the employes Mr. Buckley said: “The 
ability and the spirit you have demon- 
strated in meeting the high standards 
and schedules required by the Army 
and Navy are very heartening to the 
services, and as new standards and new 
schedules are required there is no doubt 
of your ability to meet the needs of our 
fighting forces, no matter how long 
the struggle or severe the task.” 

Larry E. Gubb, chairman of the 
board of directors of Philco presided at 
the presentation ceremonies and in his 
opening remarks declared: “This is a 
highly technical war and the men and 
women of the production lines can be 
considered partners of the men in the 
battle lines. Under today’s conditions 
of war, it isn’t enough that the men in 
uniform have the courage and the will- 
ingness to fight. If they are to have 
an equal chance against the enemy, 
they must be equipped equally well.” 

Col. D. N. Hauseman, district chief, 
Philadelphia ordnance district, pre- 
sented lapel insignia to representatives 
of both management and employes. 
Receiving the insignia were John Bal- 
lantyne, vice president in charge of 
operations of Philco, in behalf of man- 
agement; and Michael J. Toohey, presi- 
dent, Radio & Television Workers Local 
102, U. E. R. M. W. A.; David Neish, 
chairman of shop committee, Radio & 
Television Workers Local 102 U. E. R. 
M. W. A.; George Simpson, president, 

Radio & Television Workers Local 101, 


Roles iE 


ADVERTISING CO. 


Pebek mee 
PERE G4 ) 
/ Di ' al, { 


A SALES/ORCANIZATION 


That Has Never Failed to 

Produce More Net Revenue 

(All Costs Considered) for 

Telephone Companies Served. 
IF INTERESTED in more net 


telephone directory revenue 
write or call at our expense. 


LOOMIS ADVERTISING CO. 
pect 


Citizens Trust Bidg., 135 So. Second St., 
Fort Wayne, Ind. Philadelphia, Pa. 








ATLANTIC 
Creesoting Co., Inc., 17 Battery Pl., N. ¥. C. 
Creosoted Pine Poles 
Crossarms . . Conduit 
PLANTS AND OFFICES: 








New Seem, Le. Jackson. Tene. Resta. om. y 
Norfolk, Va. Ss h, Ga. Phil sini Pa. 
Annapolis, Md. Chicago, 111. 








— TELEPHONE —— 
mo DIRECTORY fe 













ADVERTISING 
L.M.BERRY & CO. 


White or Fe 
ise elephone for 





Aonosilion 


TELEPHONE L.D. 16 
TELEPHONE BLDG., DAYTON, OHIO 





Frank F. Fowle & Co. 


Electrical and Mechanical 
ENGINEERS 


35 East Wacker Drive CHICAGO 








ACCOUNTING 


HERDRICH and BOGGS 
Certified Public Accountants 
803 Electric Building 
INDIANAPOLIS, IND. 











SLOAN & COOK 


CONSULTING ENGINEERS 
120 SOUTH LA SALLE STREET 
CHICAGO 


Appraisals — Original Cost Studies 
Depreciation, Financial, and Other 
Investigations 








STURGIS 
OPERATOR CHAIRS 
Easily and quickly adjustec 


A model for every need 


WRITE FOR PARTICULARS 


STROMBERG -CARLSON-TELEPHONE MFG. CO 


ROCHESTER, WN. Y 








J. Ww. WOPAT 


Consulting Engineer 
Telephone Engineering 
Construction Supervision 
Appraisals—Financial 
Rate Investigations 
1510 Lincoln Bank Tewer Fort Wayne, Ind. 








J. G. WRAY & CO. 


TELEPHONE ENGINEERS 
Specialists in Appraisals, Rate Surveys, 
Financial Investigations, Organization, 
and Operation of Telephone Companies 

3324 Bankers Bldg., Chicago 
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Classified Seetion 


Rates 10 cents per word payable in advance. 
Minimum charge $2.00 for 20 words or less. 








DEFENSE 
PUTS A 
PRIORITY 
ON 
QUALITY! 


Your co-oper- 
ation in plac- 
ing a prefer- 
ence rating on 
your orders 
will be most 
helpful. 
BARTLETT 
TREE 

TRIMMERS 
are standard 
in the utility 
field. 

Write for 





Your gg can supply you. 
catalog No. 27A. 

Both the Pulley Type (illustrated) or the Bake- 
lite Insulated Type are original designs with us. 


SPECIFY—"BARTLETT, DO 
NOT SUBSTITUTE” 


BARTLETT MFG. CO. 


3051 East Grand Bivd., Detroit, Mich. 











@DIRECTORY PRINTING 


With a volume that provides special- 
ized attention and economical pro- 
Write 


duction—with room for more. 


E. W. STEPHENS CO., Columbia, Mo. 








POSITIONS WANTED 


ALL-AROUND TELEPHONE MAN 
now employed as manager desires posi- 
tion with reliable telephone company. 
A-1 references. Write No. 9102, care 
of TELEPHONY. 


MAN IN FIFTY’S, now in charge 
of 10,000 stations will consider change 
to smaller company. Reasonable sal- 
ary, might make investment. Not in- 
terested in holding company property. 
If you have system of one or more ex- 
changes needing sound, constructive 
management, write No. 9105, care of 
TELEPHONY. 





NEW STYLE STEWART 
CABLE TESTERS 
With balanced coil. Locates 
shorts, crosses, grounds and 
wet spots; also 00 circuit. 


oe 


I> 00 a=“ STEWART BROS. 


trial. 
Ottawa, Ill. 




















LEICH ELEC. CO 





| RECONDITIONED | 
LINE AND MULTIPLE JACKS, 





LAMP JACKS ALSO AVAILABLE 


_ BUCKEYE TELEPHONE and SUPPLY COMPANY 


NORTH ELEC. CO. 


OHIO 





COLUMBUS, 
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U. E. R. M. W. A.; Harold R. »harpe, 
financial secretary, Radio & Te vision 
Workers Local 101, U. E. R. M. W. 4. 
and Edward Finn, steward, I. h. T. ¢, 
W. H., who represented Philco er ployes 
eligible for award pins. 


Philco is producing radio equ 


ment 
for planes, tanks and ships, she'is and 
fuses, and industrial storage batteries 


for the war effort. 
VV 


Southern Bell Operates Board 
At Largest Infantry School 

Telephone service at Fort Beining, 
Ga., home of the world’s largest in- 
fantry school, became the responsibility 
of Southern Bell Telephone & Tele- 
graph Co., on April 12, 1942. This new 
responsibility consists of operating the 
Army’s switchboards and constructing 
and maintaining both its outside and 
inside plant. 

Three separate areas comprise Fort 
Benning: the main Post proper, Sand 
Hill, and Harmony Church. Each area 
has its own telephone system, all three 
being connected with each other by 
tie lines. 

Sixty-six trunks connect the Fort 
Benning telephone system with the 
company’s central office in Columbus, 
Ga. There are nearly 3,000 stations 
connected with the Army’s one dial and 
three manual private branch ex- 
changes. 

The plant department has an organ- 
ization of 15 employes at Fort Benning 
under supervision of R. T. Hudson, 
plant foreman. The chief operator is 
Mrs. Edith Everett, of the Atlanta 
Hemlock exchange, and she is assisted 
by 41 other traffic employes at Fort 
Benning. 


In command of the Signal Corps at 
Fort Benning is Lt. Col. Alexander W. 
Young, Post signal officer and former 
assistant vice president of the Moun- 
tain States Telephone & Telegraph 
Co., Denver, Colo. Colonel Young re- 
ceived his 40-year service emblem on 
June 6. 

The company has furnished and 
maintains a home at Fort Benning for 
seven young ladies who were trans- 
ferred from other Georgia cities to 
assist in the operation of the switch- 
boards. 


. 


Changes at Sumner, lowa 

JAY DickEeRs of Newton, Iowa, is the 
new manager of the Iowa State Tele- 
phone Co. in Sumner, succeeding EARL 
ELLIOT of Fredericksburg, who tem- 
porarily filled the office since R. E. 
SEARLE resigned to accept a similar 
position with the Butler-Bremer Mu- 
tual Telephone Co. at. Plainfield. 


TELEPHONY 








